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Seunel 


ai the United SMatee, do hereby arder ae follows: 

That a cational center ta direct the collection anu analy aia 
of techaical data om foreign wiissile tenting and apace activities 
be created under the authority of the Director of Central 
intelligence, 

Thet the Mirecter of thie cemter, which shall henceforth be 
knows as the tiiueile and Space Technical intelligence Center 
(AISTIC), shall bave the authority te task U.S. Cowernment assets 
as necessary in the collection and reduction of techaical data on 
foreign missile tests and space events for the benefit of the aational 
intelligenee effort. 

Insefar as poseible in.ple> entation ef this ardex shall be 
vaiforn: and shall previde for full cooperation among the agencies 


capeerned, 


Bee Ue ape 
ws a 
ft 


Nites 
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